MODEL 120M VOLT OHM MILLIAMMETER 
126M (Factory Wired): $56.95 


Engineered for industrial and laboratory ner 
which require the utmost accuracy and versatility. 


FEATURES: = 120M incorporates every feature and all of 
the wide-spread ranges of the Modei 120 plus the special 
features and specifications listed below = Housed in a 


custom-molded phenolic case and panel = Model 120M is 
furnished complete with batteries, test leads and tech- 
nical manual. 


SPECIFICATIONS: © 14% ACCURACY MULTIPLIERS AND 
SHUNTS © 1% ACCURACY, MIRRORED-SCALE “PACE” PANEL 
METER incorporates the most advanced D'Arsonval design 
features to assure the utmost stability and accuracy © 
HIGH-ACCURACY MULTIPLIERS AND SHUNTS AND METER 
afford +:142% accuracy on all DC functions, +3% on all 
AC functions © ALL OTHER PHYSICAL AND ELECTRICAL 
SPECIFICATIONS as well as accessories are identical to 
Model 120 © DIMENSIONS: 7” x 53%” x 3%” © SHIPPING 
WEIGHT: 4 Ibs. 


ACCESSORIES FOR MODELS 120 & 120M 
MODEL 


40-3 Custom designed carrying case for utmost 
instrument protection with maximum utility and 
CUAVEUIRBOE Asis ed aniaccuts ek peed av yietcew yap ate 1 

$T-1 Retractable snap-on stand for 45° bench 
mounting 

T¥2B Super high voltage safety test probe complete 
ny USP EE cartridge for direct readings to 
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MODEL ES-550B WIDE BAND 5MC OSCILLOSCOPE 
ES-550B (Factory Wired): $279.95 


The complete answer to laboratory, industrial and elec- 
tronic technicians’ requirements for a rugged, dependable 
test instrument for broad coverage of oscilloscope appli- 
cations, including the growing field of color TV. 


FEATURES: = ES5S50B provides an unparalleled standard 
of extra high-sensitivity with a full 5-megacycle wide 
frequency response, a 5” scope-screen, and many other 
special performance features, at an unusually low price 
= Housed in a custom-styled cabinet of blue-gray, eee 
finish, heavy gauge steel with a 2-color brushed aluminum 
anel, = ES550B is furnished complete with a compre- 
ensive technical manual. 


SPECIFICATIONS: © RESPONSE: 10 cycles to 5 mc. © PUSH- 
PULL WIDE-BAND VERTICAL AMPLIFIER: 10 mv (.01 volt) per 
inch sensitivity, Response 1 db from 10 cps to 3.5 mc: 3 db 
at 5 mc, 9 3 POSITION VERTICAL STEP ATTENUATOR FRE- 
QUENCY-COMPENSATED: 100, x10, x1 O DIRECT-READING 
PEAK-TO-PEAK VOLTAGE CALIBRATOR: Permits use of oscillo- 
scope as dependable high-impedance vacuum tube voltmeter, 
© VERTICAL PATTERN REVERSING SWITCH © PUSH-PULL WIDE 
RANGE HORIZONTAL AMPLIFIER: 100 my (0.1 volt) per inch 
sensitivity. Cathode-follower ie 2 megohms and 22 mmf: 
sarees 1 db from 10 cps to 1.0 mc: 3 db at 2 mc G 
3-POSITION HORIZONTAL STEP ATTENUATOR: Frequency com- 
ensated: x100, x10, x1 ™ 3000-VOLT INTENSIFIER ANODE 
OTENTIAL: Assures utmost visibility of oscilloscope traces 
for pulsed waveforms and high frequencies © AMPLIFIED 
ROvUSTNG Ti: AULive ON dit Witerid: sweep ranges 
FOUR-WAY SYNC SELECTION: Internal negative, internal 
peu external and line © LINEAR MULTI-VIBRATOR 
WEEP CIRCUIT: 10 cycles to 100 kc; automatically syn- 
chronized 30 cycles and 7875 cycles on for TV sync. 
puis cee amplified sweep retrace blanking © "2" 
XIS INPUT TERMINAL: For ST timing and markin 
© BUILT-IN 60 CPS PHASING AND BLANKING CONTROLS © AL! 
4 DEFLECTION PLATES READILY AVAILABLE with full beam 
centering © HIGH-CONTRAST FILTER-TYPE ILLUMINATED 
GRATICULE © CAMERA MOUNT BEZEL | DIMENSIONS: 1842” 
X 1444” x 814" O SHIPPING WEIGHT: 47 Ibs. 
ACCESSORIES FOR MODEL ES550B 
MODEL SP5 Oscilloscope probe set for general circuit test- 
ing and for analysis of complex waveforms. Includes high 
impedance low capacity probe, crystal See Te pen 
resistive isolating probe, and direct probe, PRIC: 9.95 


MODEL £-200C MULTI-BAND SIGNAL 
MARKING GENERATOR £-200C (Factory Wired): $109.95 


Here is PRECISION’s famous general-purpose RF signal 
generator, whose exceptional stability and accuracy has 
made it the first choice of technicians and schools 
everywhere. 


FEATURES: = E-200C is also intended to serve as an ac- 
curate variable frequency Marker Generator in conjunction 
with PRECISION Sweep Signal Generators or other similar 
sweep signal generators. = Housed in a custom styled 
blue-grey hooded steel cabinet; complete with shielded 
coaxial output cable and technical manual. 


SPECIFICATIONS: \ FREQUENCY COVERAGE: 88 kc to 440 
me (to 110 mc on fundamental) © 6Y2” BRUSHED ALUMINUM 
DIAL: Direct reading in 10 bands up to 440 mc; within 1% 
accuracy on all bands © 0-1000 POINT VERNIER SCALE: 
Direct-reading to 1 le in 1000 for hand-calibration & fre- 
gueney spotting © THE CIRCUIT: 6GAUG in stable ECO circuit; 
6U8 sine-wave audio oscillator-modulator; 5Y3 full wave rec- 
tifier © 400-CYCLE SINE WAVE AUDIO OSCILLATOR with over 
50 volts output, fully adjustable at front panel © OUAL- 
SHIELDED RF ATTENUATORS: Provide for smooth, stepless 
control of RF signal © COMPARTMENT SHIELDING of vital 
components; power transformer electrostatically shielded; 
AC line is RF filtered O SHIELDED COAXIAL OUTPUT CABLE 
AND (LO-H1) CABLE CONNECTORS © FOUR TYPES OF SIGNALS: 
Unmodulated RF; modulated RF (400 cps); externally-modu- 
lated RF; 400 cps audio output O DIRECT-READING VARIABLE 
MODULATION ONTROL 0-100%: Triples signal utility as 
against obsolete fixed or eal modulation of only 30% 
or 40% © BUILT-IN AVC-AGC BIAS SUBSTITUTION: Over- 
comes alignment troubles arising from varying receiver AVC 
and AGC © EACH INSTRUMENT INDIVIDUALLY HAND-CALI- 
BRATED on each band against laboratory crystal standards 
© CUSTOM-STYLED BLUE-GREY HOODED STEEL CABINET © 
TWO-COLOR ETCHED SATIN BRUSHED-ALUMINUM PANEL © 
OPERATES ON: 117V, 50/60 are AC © DIMENSIONS: 13” 
Xx 1142” x 656” 0 SHIPPING WEIGHT: 16 Ibs. 


TV Color Generators 


MODEL E-450 COLOR BAR AND WHITE DOT 
GENERATOR £-450 (Factory Wired): $189.95 


The PRECISION Model E450 is the easiest-to-operate Color 
Bar White Dot Generator ever offered. Designed and en- 
jute for the busy, up-to-date serviceman, the Model 
450 is a must for efficient color TV servicing. It com- 
bines the facilities to test and adjust the color phasing, 
perlite linearity and convergence circuits in all color 
eivers. 


FEATURES: = It utilizes only one simple cable connection 
to the antenna input of the TV receiver. = Three front 

anel controls afford a new high in ease of operation. = 

rystal controlled and voltage regulated. m E450 Color 
Bar White Dot Generator is priced within the reach of all 
servicemen, = Housed in a custom styled, blue-grey, 
shielded cabinet and is furnished complete with output 
cables and comprehensive technical manual. 


SPECIFICATIONS: 9 PATTERNS: Color bars, white dots, ver- 
tical bars, horizontal bars, crosshatch © RF OUTPUT of ake 
ture carrier 50 mv max. O SOUND CARRIER: 10% of F ure 
carrier © RF OUTPUT AVAILABLE ON EITHER CHANNEL 3 OR 
4: Can be field-adjusted for operation on either of these 
channels 9 ONE SIMPLE CONNECTION: Direct to antenna in- 
ut terminals of receiver under test © NO EXTERNAL SYNC 

IGNALS required to lock in test patterns © MASTER VOLT- 
AGE-REGULATED, CRYSTAL CONTROLLED OSCILLATOR operat- 
ing on 189 kc assures stability of displayed patterns 9 
EASIER CONVERGENCE SETUPS by means of separate vertical 
and horizontal bar patterns 9 OPTIMUM CONVERGENCE AD- 
JUSTMENTS: Guaranteed by an extremely fine, well defined 
dot pattern © COLOR BARS: A reference test signal, precisely 
controlled, produces ten equally spaced color bars across 
the face of TV receiver under test. Included are the color 
bars corresponding to R-Y, G-Y, B-Y, | and Q signals 9 300 
0 OUTPUT IMPEDANCE © SOUND CARRIER: Available on 
channel 3 or 4 0 TUBE AND CRYSTAL COMPLEMENT: 1-3,563.- 
795kc, color subcarrier, crystal, 1-silicon rectifier, 1-6BQ7, 
3-12AU7, 1-189kc crystal, 1-4.5 me crystal, 2-6AZ8, 1-6CS6, 
3-6CG7. 1-OA2 © OPERATES ON: 117V, 50/60 cycles, AC Oo 
DIMENSIONS: 13” x 12” x 8” O SHIPPING WEIGHT: 14 Ibs. 


MODEL 120 VOLT OHM MILLIAMMETER 
120 (Factory Wired): $47.95 


A laboratory type instrument; the Model 120 is the most 
comprehensive unit of its type ever offered in its price 
range. 


FEATURES: = Model 120 features 61 ranges and functions 
specifically designed for use in industry, laboratories, 
maintenance shops and schools. = Housed in a custom- 
molded phenolic case. = Furnished complete with hat- 
teries, test leads and technical manual. 


SPECIFICATIONS: © 20,000 OHMS PER VOLT DC ° 5,000 
OHMS PER VOLT AC © 61 RANGES: Start lower and go higher 
than other instruments of its size and type © EXTRA-LOW 
RESISTANCE RANGES: 2 ohms at center scale (R X 1/10) 
© EXTRA LOW VOLTAGE RANGES: 0,3 volts full scale DC, 
1.2 volts full scale AC O EXTENDED LOW CURRENT RANGE: 
60 microamps first DC range © EXTRA-LARGE 512” WIDE 
VISION “PACE” METER with polished mirrored-scale © WIDE 
FREQUENCY RESPONSE AC AND DB RANGES: Flat from 15 cps 
to 100 kc +1 db © “TRANSIT” POSITION ON RANGE SELEC- 
TOR: Protects meter during transportation 9 DC POLARITY 
REVERSING SWITCH © 9 DC VOLTAGE RANGES: 20,000 ohms— 
per-volt (neg. and pos. reading) 0O—0.3—1.2—-3—12—60—300 
—600—1200—6000 volts © 8 AC AND OUTPUT VOLTAGE 
RANGES: 5000 ohms-per-volt (wide frequency response); 
built-in 600 V biocking capacitor; 0—1.2—-3—12—-60—300— 
600—1200—6000 volts © 7 DC CURRENT RANGES: (Neg. and 
pos. reading) 0-60—300 microamps; O0—1.2—12—120—600 
ma; 0-32 amps © 5 RESISTANCE RANGES: (Self-contained 
batteries) 0—200—2000-—200,000 ohms; 0—2--20 megohms 
© 8 WIDE-FREQUENCY DB RANGES: from —-20 to +77 db; (0 
db equals 1 mw, 600 ohms) © RUGGED 50 MICROAMP ‘‘PACE”’ 
METER: +2% accuracy © 1% MULTIPLIERS AND SHUNTS © 
DIMENSIONS: 7” x 538” x 3” © SHIPPING WEIGHT: 4 Ibs. 


MODEL S-55K, S-55W DC TO 5MC HIGH SENSITIVITY 
S-55K (Kit): $99.95 $-55W (Factory Wired): $155.95 


A deluxe, laboratory-type instrument in every sense, the 
$-55 ae apeoroll covers the entire range between DC and 
5 Mc with outstanding sensitivity and stability. 
It has been engineered for faultless performance in a 
large variety of applications, all the way from ultra-low 
frequency analysis to high-frequency Color TV work. 
The printed circuit sub-assemblies and the superbly de- 
tailed PACO instruction manual makes this relativly com- 
plex instrument an amazingly easy job to build and use. 
FEATURES AND SPECIFICATIONS: © ILLUMINATED SCREEN 
GRATICULE: ay adjustable © RETRACE BLANKING © CAM- 
ERA MOUNT BEZEL © DC BALANCE AND ASTIGMATISM CON- 
TROLS: Front panel adjustable © PHASING CONTROL: 60 cps, 
Operative on both line sync and line sweep 9 PANEL 
OUTPUTS: 60 cps at 6 volts RMS sinusoidal. Sawtooth 
ven to 10 volts peak-to-peak, positive polarity © CALI- 
BRATION VOLTAGE: Built-in regulated, 60 cps Sule Tg 
wave-shape, 200 mv peak-to-peak © INTENSITY MODULATION: 
Front panel input, blanking on negative signal excursion 
© VERTICAL CHANNEL: Three stage, push-pull © SENSI- 
TIVITY: DC-70 mv/inch; AC_25 mv RMS/inch © UNDISTORTED 
DEFLECTION: Greater than 6 inches 0 FREQUENCY RESPONSE: 
(Sine Wave) DC within 3 db from DC to 4.5 mc, within 5 db 
at 5 mc; AC within 3 db from 1 cps to 4.5 mc, within 5 db 
at 5 mc © RISE TIME: .08 microsecond or better O° OVER- 
SHOOT: 5% © INPUT IMPEDANCE: 1.5 megohms shunted by 
23 mmf max © VERTICAL-INPUT STEP ATTENUATOR: Fre- 
quency compensated © VERTICAL POLARITY REVERSAL 
SWITCH: For inverting screen pattern © INPUT COUPLING: 
Direct or capacitive © AC-DC INPUT SWITCH: Front panel 
controlled © HORIZONTAL CHANNEL: (Push-pull ae o 
SENSITIVITY: 0.6 volts RMS/inch © FREQUENCY RESI Es 
Within 3 db, 1 cps to 400 kc © INPUT IMPEDANCE: 5_ meg- 
ohms shunted by 23 mmf © HORIZONTAL INPUT CIRCUIT: 
Cathode follower © INPUTS: Linear time base, phased 60 
cps, internal 0 TRACE EXPANSION: Two times screen diam- 
eter © FREQUENCY RANGE: 10 cps to 100 kc sawtooth, 
Tv-V and TV-H positions; provision for external capacitor 
for sweeps down to 1 cps 9 SYNCHRONIZATION: Automatic 
rae and minus INT, 60 cps (phased), EXT; includes phased 
10 cps sinusoidal sweep for use in TV and FM receiver 
altace © OPERATES ON: 117 V, 50/60 cycles AC 0 
ul ei ks 174" X 13%” x 894" O SHIPPING WEIGHT: 
ACCESSORIES FOR MODEL S-55 
MODEL AS-1: OSCILLOSCOPE PROBE SET—Consists of shielded 
connecting cable and three self-shielding, spun-aluminum 
probe heads. Factory Wired, Ready-To-Operate. PRICE $15.95. 


eee 


(G-30W formerly Precision No. E-75) 


MODEL G30K, G30PCK, G30W RF SIGNAL GENERATOR 
G-30K (Kit): $32.95 G-30PCK (semi-Kit): $39.95 
G-30W (Factory Wired): $44.95 


The PACO Model G-30 RF Signal Generator has been 
specifically designed to meet the service technician's 
need for reliability and accuracy in all types of pag 
electronic signal injection and marking. It is the i 
unit for IF-R yack dynamic signal substitution and 
trouble-shooting in TV, FM and AM servicing, audio test- 
ing and experimental circuit work. 

in addition, the PACO Model G-30 acts as an accurate 
marker generator for sweep alignment techniques and is 
= ideal generator for the service lab, school and home 
shop. 


FEATURES: = Wide frequency range for AM, FM, TV appli- 
cations = Broadcast range is completely calibrated on 
one hand = TV IF’s, FM frequencies and other often used 
frequency points indicated on en | dial for quick, accu- 
rate selection = ber modulation continuously vari- 
able at front panel control = High signal output for single 
and multi-stage alignment = Large, turned-finish tuning 
dial with eight distinct, easy-to-read bands. 


SPECIFICATIONS: © FREQUENCY RANGE: 160 kc to 240 mc 
direct reading in eight bands (to 120 mc on fundamental 
frequencies). BAND A: 160 to 520 ke. BAND B: 520 to 1700 
kc. BAND C: 1.7 to 5.5 mc. BAND D: 5.2 to 16 mc. BAND E: 
15 to 30.5 mc. BAND F: 29 to 60 mc, BAND G: 60 to 120 mc. 
BAND Ge: 120 to 240 me. (calibrated harmonics) 9 SPLIT- 
SOUND IF RANGE: Spread wide on band ‘‘E’’ for accurate 
marking © LATEST 40 MC TV IF FREQUENCIES: Spread out 
on band “‘F"’ for most accurate marking of alignment curves 
© COMPLETE FM IF BAND WIDTH: Calibrated in 0.1 me steps 
© HIGH RF OUTPUT: In excess of 100,000 microvolts 9 
CYCLE AUDIO OUTPUT: Up to yar 15 volts ° OPER- 
ATES ON: 117V, 50/60 cycles © DIMENSIONS: 1142” x 7” 
x 512” © SHIPPING WEIGHT: 9 Ibs. 


a ' 3 7 
approximately 25 mmf © BUILT I 
CALIB i) 


MODEL 110 VOLT OHM MILLIAMMETER 
110 (Factory Wired): $35.95 


This 20,000 ohms-per-volt pocket-sized VOM features full- 
size instrument performance and readability. Small in 
size and light in weight, it incorporates an unmatched 
combination of ranges and functions for use in the widest 
variety of industrial and service applications. 


FEATURES: = Model 110 is housed in a custom-molded phe- 
nolic case and panel = Furnished complete with batteries, 
banana-plug test leads and techaical manual. 


SPECIFICATIONS © 7 DC VOLTAGE RANGES: (20,000 ohms- 
er-volt) O—0.3—1.5—6—30—150-600—3000 voits © 6 AC 
OLTAGE RANGES: (5,000 ohms- it) O—1.5—6-—30—150— 

600—3000 volts 9 5 DC CURREN ES: 0-—60—600 micro- 

amps: 0—6—60—600 ma © 3 RESISTANCE RANGES: (Self-con- 

tained batteries) 0O—2000-200, ‘ohms; 0—20 megohms © 

6 DECIBEL RANGES: From —20 to-£71 db, 0 db equals 1 mw, 

600 ohms © DIMENSIONS: 53%” x 1!1/4” x 342” O SHIPPING 

WEIGHT: 2 Ibs. 


ACCESSORIES FOR MODEL 110 | 
MODEL 
LO4;Carrying-case ....... iit tsies cd oes. $ 


TVSB High voltage safety test 
cartridge for direct readings up to 


| 
| 


| 


MODEL S-51K, S-51W PUSH-PULL GENERAL 

PURPOSE OSCILLOSCOPE $-51K (Kit): $69.95 

$-51W (Factory Wired): $109.95 

The Model S-51, 5” Push-Pull Oscilloscope combines the 
unbeatable combination of high sensitivity, extended 2 
me band-width and push-pull vertical and horizontal de- 
flection amplifiers with a remarkably low price. 

Reliable and long lived printed-circuit boards and other 
advanced construction and packaging techniques permit 
laboratory type performance in a unit which even a novice 
kit builder can complete. It is the ideal general-purpose 
scope for modern electronic applications in the sc! 

the shop and in industry. 


FEATURES: m= Compensated vertical input step attenuator 
circuit m Advanced printed circuit amplifier design m High- 
sensitivity vertical amplifier with a response to 2 me. 
@ Built-in 1 volt peak- self-calibrator m Built-in 
horizontal phasing control for simplified TV-FM alignment 
m Filter type calibrated screen for trace comparisons and 
measurements. 


SPECIFICATIONS: © PUSH-PULL VERTICAL AMPLIFIER © FRE- 
QUENCY RESPONSE: 5 cps to 1.2 mc within +3 db; to 2 me 
within +6 db © SENSITIVITY: 90 my RMS/Inch © INPUT 
IMPEDANCE: 1.5 megohms in ‘allel with eal 
25 mmf © THREE STEP VERTICAL INPUT ATTENUATOR: Com- 


ee R/C wide band type wg X10, X1) O PUSH-PULL 
ORI: FREQUENCY Ri 


ZONTAL AMPLIFIER © ESPONSE: +3 db 


inch START 


an accurate, hi; 
INTERNAL LINEAR 

jing ranges ° MUL- 

, external and line) 

AC © DIMENSIONS: 
2 24 Ibs. 


a.” 
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TIPLE SYNC SELEC SWITCH: {1 
© OPERATES ON: 117 Volts, 50/ 


1744" x 133%” x 834” © SHIPPING WEIG 
ACCESSORIES FOR MODEL S-51 | = 

MODEL AS-1: OSCILLOSCOPE PROBE SET—Consists of shielded 
cable and three s eek spun-aluminum 


connectin, 


probe hi . Factory wired, Rea , PRICE: $15.95. 


MODEL 6-32K, G-32W 
MARKER ADDER 6-32K 
G-32W (Factory Wired); 

The PACO Model G-32 is 
lated signal source 
Adder circuitry speci 
and maintenance of TV, 


95 
ide range, frequency modu- 


ied wit! ry Marker 
designed for the alignment 


and other high frequency 
wide-band receivers fcults. The 6-32 sweep gen- 
erator dramatically solves marker visibility and over- 
loading problems by incorporating completely built-in 
Marker Adder circuitry, 

It is furnished with a 4.5 me crystal and 5 output cables, 


FEATURES AND SPECIFICAT! { © FREQUENCY COVERAGE: 

Band A: 3 to 7 mc. D: 35 to 85 me. 

Band B: 6 to 14 me. and E: 80 to 213 me. 

Band C: 13 to 33 me. a Es: 400 to 1080 me. 
S FUNDAMENTAL OUTPUT TO 213 MC: 5” aluminum tuning 
dial, engine turned finish over 5 feet of easy eli 
two-color deeply etched scales. UHF and VHF channels cali- 
brated on tuning dial G TINUALLY VARIABLE SWEEP 
WIDTH: Ranging rom 0 to 3 mec on band “‘A’’ to 0 to 30 mc 
on band ‘'D"’. Band “E"” width varies from 0 to 16 me 
© MARKER ADDER: A most tant ‘'marker-visibility” fea- 
ture with circuitry designed to avoid overloading of receiver 
circuits when nsec 1§. This is accomplished by 
superimposing the marker on the receiver response in the 
G-32, not in the receiver under test. As a result, markers are 
visible in traps and on discriminator ‘‘S"’ curves. Front panel 
controls for the marker ler section of the G-32 permits 
control of marker width amplitude independent of the 
pattern size on the sco} ¢ © OUTPUT IMPEDANCE: 50 
ohms, terminated © INTE BLANKING: Accomplished by 
dual circuits, automatically eliminating the return trace 
AUTOMATIC GAIN CONTROL: Regulates voltage amplitude on 
any one band so tHat the output is effectively flat over the 
entire band © FIXED FREQ 'Y MARKERS: Provided by crys- 
tal oscillator circuitry with the crystal socket on front panel. 
The 4.5 me crystal supplied with the G-32 (or other crystals) 
can be inserted to provide accurate marker pips 9 EXTERNAL 
MARKER INPUT CONNECTOR: Peymils use of an external RF 
porary such as the PACO M 30, to provide variable 


requency male on the Scope trace. An internal 
phasing control phase § tween the RF output 
and scope horizontal output. It sates for phase shift 
in the horizontal llifier of tl liscope itself O SEP- 
ARATE LINE Fil FIVE CA 1D 

OUSLY VARIABLE ATTENUATORS 
width and vertical scope patt 
50/60 cycles AC O DI 
PING WEIGHT: 15 Ibs. 


ED © CONTINU- 
ded to control sweep 
OPERATES ON: 117V, 
*% BY2" x 7” Oo SHIP- 


MODEL M-40K, M-40W VOLT OHM MILLIAMMETER 
M-40K (Kit): $31.95 M-40W (Factory Wired); $39.95 


The PACO Model! M-40 has heen designed and engineered 
to offer you more functions, more features and more 
extended ranges than ay other VOM in its price range. 
It is equally at home in the service shop, classroom or in 
communications and electronic maintenance. 


FEATURES: m Wide vision, clear acrylic cased PACE meter; 
rugged 50 microampere double-jeweled, D’Arsonval con- 
struction, +2% accuracy = Special 3 voit AC meter arc 
for maximum accuracy on low voltage AC readings = 
Highly stable, deposited-film type and precision wire- 
wound multipliers and shunts used throughout; +1% 
accuracy = Stabilized three quarter bridge AC rectifier 
for all AC voltage readings = All ohmmeter ranges pow- 
ered by low-cost, standard flashlight and penlight hat- 
teries = ed, molded phenolic instrument case = 
Multé-colored scaleplate and correlated panel afford 
maximum ease of reading and utmost simplicity of 
operation. 

SPECIFICATIONS: © SENSITIVITY: 20,000 ohms-per-volt DC; 
10,000 chms-per-volt AG © AC VOLTAGE: 3-12-60-300-1200- 
3000-12000 DC VOLTAGE: 1.5-6-30-150-600-1500-6000 5 
RESISTANCE: 0-2000 ohms (8.5 ohms center scale). 0-200,000 
ohms (850 ohms center scale). 0-20 megohms (85000 ohms 
center scale) © DC CURRENT: 60 microamperes; 1.5-15-150 
ma; 1.5-15 amperes 9 OUTPUT: Same as AC ranges (incor- 
porates 600VDC blocking capacitor) © DECIBEL RANGE: 10 
db to + 82 db in 7 ranges (1 mw, 600 ohms level) © BAT- 
TERIES: Three 1.5 V penlight type; one 1.5 V Lay type 
© DIMENSIONS: 634” x 51/5” x 3” © SHIPPING WEIGHT: 4 Ibs. 
ACCESSORIES FOR MODEL M-40 

MODEL AM-1: High Voltage Safety Probe. Permits accurate 
high voltage measurements up to 30,000 volts in TV and 
SUL! power supplies. Factory Wired, Ready-To-Operate: 


Signal Tracers 


MODEL Z-80K, Z-80W _ RF-AF SIGNAL TRACER 
Z-80K (Kit): $32.95 2-80W (Factory Wired): $59.95 


. The PACO 2-80 is a most unusual and versatile RF-AF 
Signal Tracer. It offers servicemen, technicians and 
hobbyists a trouble-shooting instrument of exceptional 
value for use in AM, FM, TV and audio circuitry. Simple 
to build, the PACO Model 2-80 is capable of handling all 
receiver or amplifier signal levels, es the tre- 
mendous gain needed for direct tracing of the actual 
signal at the receiver antenna input terminals. 

The 2-80 is so versatile that it can even be used as a 
small paging amplifier. It is an exceptional value for 
the service technician or hobbyist. 


FEATURES AND SPECIFICATIONS: © HIGH GAIN AMPLIFIER: 
For both RF and AF investigation © HIGH SENSITIVITY: Per- 
mits pick-up of broadcast signals directly at receiver input 
terminals O FINE AND COARSE ATTENUATORS: Permit rapid 
and accurate measurement of amplifier in gain © VISUAL 
AND AUDIBLE SIGNAL INDICATORS plus output terminals on 
front panel for use with oscilloscope or vacuum tube volt. 
meter © NOISE TEST CIRCUIT: For fast identification of 
noisy components or ‘‘cold” solder joints O° WATTMETER 
CIRCUIT: Checks power drain of equipment under test over 
the range of 36 to 500 watts © TEST AMPLIFIER: Checks 
phono pickups, tuners, microphones, speakers. Can double 
as a small public-address or paging system © SUBSTITUTE 
SPEAKER: Permits testing of receivers and eats de- 
tached from their own speaker systems © OUTPUT TRANS- 
FORMER: Can be used with single-ended, or push-pull 
ee ete © TWO-WAY AF-RF SHIELDED PROBE WITH 
BUILT-IN SELECTOR SWITCH: Allows complete signal tracing 
from antenna ots to speaker terminals without changing 
test leads ° OPERATES ON: 117V, 50/60 cycles AC O° DIMEN- 
SIONS: 114” x 7” x 5” 9 SHIPPING WEIGHT: 11 Ibs. 


Vacuum Tube Voitmeters 


MODEL 88 VACUUM TUBE VOLTMETER 
88 (Factory Wired): $89.95 


A compact, wide-range VTVM for testing modern elec- 
tronic circuits in the laboratory, on the production line 
or for plant maintenance and service. The Model 88 is 
housed in a custom-molded phenolic case and is furnished 
with detachable AC line cord, internal ohmmeter battery 
and detailed technical manual. 


FEATURES: = 51/2” wide-vision 200 Microamp double- 
jeweled, plus or minus 2% accurate Pare” meter with 
1% multipliers and shunts. = Specially engineered peak- 
to-peak voltage ranges afford a new high in peak-to-peak 
reading accuracy of pulsed waveform as are encountered 
in industrial content equipment, TY and similar application. 


SPECIFICATIONS: © 40 RANGES, 7 SEPARATE FUNCTIONS: 
ak-to-peak voltage rat to 3200 V © 6 TRUE ZERO- 
ENTER DC VOLTAGE RANGES: (2624 can fy ras to 

1.2, +6, +12, +60, £300, 1200 V DC © 5 OHMMETER 

RANGES: 0—1000-—10,000 ohms, 0—1—100—1000 megohms 

© 6 MINUS (—) AND 6 PLUS (-+-) DC VOLTAGE RANGES: (Left- 

hand zero) (1314 megohms input resistance) 0O—1.2—6—12— 

60--300--1200 V © 6 HIGH-IMPEDANCE RMS AC VOLTAGE 

RANGES: 0—1.2—6--12—60—300-—1200 V RMS input: 3 meg- 

ohms, 90 mmfd to 60 V; 1 megohm, 70 mmfd to 300 V; 4 

megohms, 67 mmfd to 1200 V © 6 HIGH-IMPEDANCE P-P AC 

VOLTAGE RANGES: 0—3.2—16—32—160—800-3200 V P-P, In- 

put; 6 megohms, 90 mmfd to 160 V; 1 megohm, 70 mmfd to 

800 V; 4 megohms, 67 mmfd to 3200 V © 5 HIGH-FREQUENCY 

PROBE RANGES: Input approximately 5 mmfd 0—1.2—-6—12— 

60=300 volts RMS. (Requires Tass high HE Sy 

vacuum tube probe, Model RF-10A) © HIGH-SENSITIVITY, 

FULL BRIDGE VIVM CIRCUIT © OPERATES ON: 117 V. 50/60 

oe DIMENSIONS: 7” x 534” x 3%” © SHIPPING 

+ 6 Ibs. 


ACCESSORIES FOR MODEL 88 
MODEL 


LC-1 Carrying case 
ST-1 For convenient 45° bench mount .. ‘ 
TV-8 High Sotegs safety test probe with X100 mul- 
tiplier cartridge for ranges to 60 kv DC 
RF-10A High frequency vacuum tube probe affords 
direct high frequency peak voltage measurements 
up to 300 volts and 300 mc. connects directly at 
VMS DORGR emt. usin ov Wivicia; lols fou wretkleas 15.95 


PRICE 
$ 


MODEL E-310 WIDE RANGE SINE AND SQUARE 
WAVE GENERATOR E-310 (Factory Wired): $199.95 


The only generator of its kind on the market today at a 
moderate cost that offers both sine and square-wave 
coverage from 5 cps to 600 kc. Outstanding stability and 
reliability make it an excellent addition to any well 
equipped electronic laboratory. 


FEATURES: = Model E310 is housed in heavy-gauge, cus- 
tom-styled louvered steel case with fine blu ripple 
finish and satin brushed-aluminum Fei and tun ng dial. 
= Furnished complete with detailed technical manual. 


SPECIFICATIONS: © EXTRA-WIDE FREQUENCY RANGE: Sine 
and square waves from 5 cps to 600 kc in 5 decimal bands; 
+2% reading accuracy (or 1 cycle) 0 OUTPUT CHARACTER- 
ISTICS: Within -1 db band-to-band © DISTORTION: Less than 
1% from 5 cps to 600 kc © LEVEL: Sine Wave, 10 volts RMS 
into 600 ohms; Square Wave, 10 volts P-P, 0.2 microsecond 
rise time; 4 position step attenuator and continuous ampli- 
tude contro! © METERING TERMINALS at front of panel for 
convenient monitoring of He level via use of external 
VTVM, VOM or VU meter © 6” DIAMETER TUNING DIAL with 
12-1 drive ratio; provides scale lengths of 85” over the 5 
bands © RUGGED CONSTRUCTION: For long, dependable 
service © OPERATES ON: 117V 50/60 cycles AC © DIMEN- 
SIONS: 1142” x 9” x 1114” © SHIPPING WEIGHT: 24 Ibs. 


MODEL V-70K, V-70W VACUUM TUBE VOLTMETER 
V-70K (Kit); $31.95 V-70W (Factory Wired): $55.95 


Here is an especially versatile and rugged Vacuum Tube 
Voltmeter Kit that is a “must” in the service shop, 
school or electronics laboratory. 

\t incorporates a balanced vacuum tube bridge circuit 
for all voltage and resistance measurements to assure 
maximum sensitivity and stability. 

The PACO Model V-70 is furnished with a detachable 3- 
ied irene to permit rapid, accurate tests with utmost 
simplicity, 


FEATURES: = Full vision, acrylic-cased 456” panel meter; 
+2% accuracy m 1% deposited-film and wirewound 
resistors used throughout = Twin-triode, balanced bridge 
VIVM circuit = Single 3-way AC-DC Probe furnished; serves 
all voltage and resistance ranges = +1% precision type 
multipliers. 


SPECIFICATIONS: @ DC VOLTMETER, ELECTRONIC: 7 RANGES: 
0-1.5-5-15-50-500-1500 volts full scale © INPUT RESIST- 
ANCE: 11 megohms (1 megohm in probe) © SENSITIVITY: 
7¥4 megohms-per-volt on 1.5 volt. range © ACCURACY: 
23% full scale O AC VOLTMETER, ELECTRONIC: 7 RANGES 
(RMS): 0-1,5-5-15-50-150-500-1500 volts full scale O 7 
RANGES (PEAK TO PEAK): 0-4-14-40-140-400-1400-4000 volts 
© FREQUENCY RESPONSE (5 


+56 db, i to +66 db 


© OHMMETER, ELECTRONIC: 7 RANGES: 0.1000 (81), 10,000 
(x10), 100,000 (x100), 1 Meg (x1,000), 10 Meg (x10K), '100 
eg (100K), 1000 Mee ue Mer, 0 ohms center scale 
on Rxl © TUBE COMPLEMENT: 12AU7, twin-triode. bridge 
6AL 5, twin-triode, peak-to-peak rectifier O BATTERY: 1.5 
volt flashlight cell’ ©) OPERATES ON: 117V, 50/60 cycles, AC 

DIMENSIONS: 744” x 5%” x 4¥4° © SHIPPING WEIGHT: 


© DIMENS: 
6 Ibs. 
ACCESSORIES FOR MODEL V-70 
MODEL Flys PRICE 
AV-1 High Frequency Crystal Probe ...... ORES ty $6.95 
AV-2 High Voltage Safety Probe, permits direct read- 
ing of high voltages up to 60,000 volts ........ 6.95 


(G-34W formerly Precision No. E330) 


MODEL G-34K, G-34W SINE SQUARE WAVE GENERATOR 
G-34K (Kit): $65.95 G-34W (Factory Wired): $99.95 


Virtually two instruments on one compact chassis, the 
PACO Model G-34 is a combination Sine and Square Wave 
Generator covering the unusually wide frequencies of 7 
cps to 750 kc for both sine and square wave functions. 
The G-34 provides complete audio signal facilities for a 
wide variety of test situations ... from the measurement 
of the lowest bass response in audio amplifiers to the 
highest frequencies in ultrasonics. The G-34 makes it un- 
necessary to have separate generators to attain extensive 
frequency coverage and dual-wave form function. 

The Cert wave function can prove to be a great time 
saver in audio-circuit analysis by disclosing a variety of 
amplifier characteristics in one display. 

The sine wave section produces pure waveforms of neg. 
ligible distortion for jueeeoe a great variety of audio 
response curves as well as innumerable other audio test 


uses, 

The G-34 is engineered to serve you in countless audio- 
video bap ccr on the service bench, assembly line 
and in the laboratory. 


FEATURES AND SPECIFICATIONS: © AMPLITUDE CONTROL: 
Potentiometer and 60 db attenuator switch, variable in 20 
db steps 9 FREQUENCY ACCURACY: +5% © OUTPUT IM- 
PEDANCE: 0 to 3000 ohms, in X1 position: 67 ohms approx, 
in X0.1, X.01, X.001 positions © VERNIER CONTROL: Provides 
accurate frequency selection © METER JACKS: Permits mon- 
itoring of output voltage with ordinary voltmeter by Was 
ing meter reading and attenuator factor setting © SINE 
WAVE: FREQUENCY RANGE: 7 cps to 750 kc © OUTPUT VOLTS: 
0-10 V RMS across 600 ohm load 2 MAXIMUM POWER OUT- 
PUT: 160 mw MI prox.) into 600 ohms © DISTORTION: 12% 
or less from 20 to 20 cps © FREQUENCY RESPONSE: Flat 
within ¥% db from 120 cps to 120 kc; within 1 db from 7 
oe to 750 kc; 1 db from band-to-band © SQUARE WAVE: 

EQUENCY RANGE: 7 cps to 750 kc O OUTPUT VOLTS (PEAK- 
FOUPRAIOS 20 volte Recipes RISE Smee Less’ shee cae 
microsecond © OPERATES ON: 117V, 50/60 cycles AC O 
DIMENSIONS: 13” x 812 x 7” 0 SHIPPING WEIGHT: 12 Ibs. 


Power Supplies 


MODEL G-36K, G-36W COLOR BAR WHITE DOT 
GENERATOR G-36K (Kit): $119.95 
G-36W (Factory Wired); $179.95 


The PACO Model G-36 is the easiest-to-operate crystal 
controlled, voltage regulated Color Bar White Dot Gener- 
ator in existence. Designed for the busy, up-to-date serv- 
ice on the G-36 is a must for efficient Color 
servi q 
It comiaes the facilities to test and adjust the color 
phasing, matrixing, linearity and convergence circuits in 
all color receivers. The G-36 utilizes only one simple 
cable connection to the antenna input of the TV receiver. 
Three front panel controls afford a new high in ease of 
operation. 
FEATURES AND SPECIFICATIONS: © PATTERNS PRODUCED: 
Color bars, white dots, vertical bars, horizontal bars, cross- 
hatch O RF OUTPUT OF PICTURE CARRIER: 50mv max. 9 
SOUND CARRIER: 10% of picture carrier 0 RF OUTPUT AVAIL- 
ABLE ON EITHER CHANNEL 3 OR 4: Can be field-adjusted for 
operation on either of these channels 9 ONE SIMPLE CON- 
ECTION: Direct to antenna input terminals of receiver under 
test. O NO EXTERNAL SYNC SIGNALS required to lock in test 
pattern 0 CONTROLLED OSCILLATOR: Operates on 189 ke for 
extreme stability of displayed patterns. 0 EASIER CONVERG- 
ENCE SETUPS: By means of separate vertical and horizontal 
bar patterns © OPTIMUM CONVERGENCE ADJUSTMENTS: 
Guaranteed by an extremely fine, well defined dot pattern 9 
COLOR BARS: A reference test signal, precisely controlled, 
le ten (10) equally spaced color bars across face of 
tube under test. Included are the color bars correspond- 
Te R-Y, G-Y, | and Q signals 9 300 OHM OUTPUT IM- 
PEDANCE © SOUND CARRIER: Available on channel 3 or 4 0 
OPERATES ON: 117 V, ie prec AC © DIMENSIONS: 13” 
X 18Y2" x 74” O SHIPPING WEIGHT: 14 Ibs. 


MODEL E-490 MULTIPLEX SIGNAL GENERATOR 
E-490 (Factory Wired): $249.95 


| Generator is PRE- 


} the design oacleneg 
it and complete testing 
stereo receivers and 
paration, channel balance, 
are quickly measured and 


It is designed for rapid 
of the multiplex circuitry 
multiplex adapters. Chai 
syne pull-in and hold-in rat 
adjusted. th 
FEATURES: = Controls of tile E-490 provide for 
FM stereo multiplex simply 
Ke, audio oscillator, or an 
switched to generate left 
‘difference signals, = Pilot 
off, independent of the 
composite modulation. m= P| 
Generator is housed in an 
nished with a comprehensive | 


SPECIFICATIONS: 9 SEPARATION; 40 db minimum, from 50 
cps to 5 kc, 30 db minimum, 30 cps to 15 ke © CAR- 
RIER SUPPRESSION: 2 40 db minimum, with respect to 
maximum composite output S OUTPUT LEVEL: Continuous! 
variable, 0 to 12 volts peak- ak © OUTPUT IMPEDANCE: 
600 ohms © INTERNAL MODULATION GENERATOR FREQUENCY: 
About 1 kc © EXTERNAL AUDIO VOLTAGE REQUIRED: 7 volts 
tms for maximum composite signal output (12V p-p) © PILOT 
FREQUENCY: 19 kc +2 cps, crystal controlled. Phase adjust- 
able +45° with respect to carrier. Amplitude adjustable 
0-15% of maximum composite signal. Pilot can be switched 
off O FREQUENCY RESPONSE: 40-15.000 cps +1 db © DIS- 
TORTIGN: Under 1% © SYNCHRONIZING SIGNALS AVAILABLE: 
Pilot, internal or external audio mddulation ° OPERATES ON: 
117V, 50/60 cycles AC 9 DIMENSIONS: 17” x 542” x 514” 
© SHIPPING WEIGHT: 14 Ibs. 


(B-12W formerly Precision No. RS24) 


MODEL B12K, B-12W REGULATED POWER SUPPLY 
B-12K (Kit): $69.95 B-12W (Factory Wired): $99.95 


Not one power supply, but two separate power supplies on 
one compact chassis. The PACO Model B-12 is a combina- 
tion instrument; a reliable source of variable, regulated 
DC plate voltages, plus bias and AC filament voltages... 
the B-12 has an exclusive 12.6 VAC supply. 

The B-12 is perfect for the service bench and for circuit 
development. It offers regulated DC voltages from 0 to 
400 volts, and a bias supply from 0 to —150 volts. Each 
output is variable throughout its range by the manipula- 
tion of a front panel control. It incorporates two rugged, 
double-jeweled, D’Arsonva! meters mounted on the front 
panel. The PACO B-12 Regulated Power Supply is a versa- 
bt paueuent that provides top quality and increased 

ciency. 


FEATURES AND SPECIFICATIONS: © REGULATED DC OUTPUT: 
Continuously variable from 0 to 400 volts at 0 to 150 ma O 
BIAS SUPPLY: Continuously variable from 0 to —150 volts 
at 2 ma © AC SUPPLY: A. Output No. 1: 6.3 volts AC at 3 
amps center tapped. B. Output No. 2: 6.3 volts AC at 3 amps. 
C. Exclusive 12.6 volts, center-tapped at 3 amps, soy 
inter-connecting panel terminals © REGULATION STABILITY: 
Output variation less than 14 of 1% or 0.3 V (whichever 
is greater) from no load to full load. Less than 0.4% or 
0.5 V output variation for +10 volt line voltage variation 
from 117 VAC input © RIPPLE: Less than .003 V (3 mv) RMS 
© INTERNAL IMPEDANCE: Less than 10 ohms from DC to 1 
mc © METER RANGES: Voltmeter: 0-400 volts; 0-150 voits. 
Milliammeter: 0-200 ma © POWER SOURCE RATINGS: Voltage 
117 volts +10%, approx. 160 watts 0 OPERATES ON: 117 V, 
50/60 cycles AC © DIMENSIONS: 13” x 81/2” x 7”. SHIPPING 
WEIGHT: 20 Ibs. 


(B-10W formerly Precision No. P28) 


MODEL B-10K, 10-W BATTERY ELIMINATOR AND 
ma B-10K (Kit): $43.95 B-10W (Factory Wired): 


The B-10 has been designed to meet the rigid, low-ripple 
ee requirement of modern trahsistorized automobile 
radios and other electronic equipment of 6 and 12 volt 
ratings. The B-10 also functions as an efficient, reliable 
battery charger with special high-current output at sepa- 
rately labeled terminals. 


FEATURES: = 12 and 6 volt DC outputs = Continuously 
variable voltage output for direct accommodations of a 
wide range of circuit load conditions = Automatic over- 
load protection (thermo-relay assures full instrument 
safety and protects against external short circuits) = Two 
DC panel meters simultaneously monitor both voltage and 
current = Extractor fuse post is front-panel-mounted for 
added protection. 


SPECIFICATIONS: © CONTINUOUSLY VARIABLE OUTPUT VOLT- 
AGE: 0-8 volts, 0-16 volts DC at both low-ripple and stand- 
ard output terminals 9 STANDARD OUTPUT CURRENT CAPAC- 
ITY: 6 volt range: 10 amps DC, continuous. 20 amps DC, 
intermittent. 12 volt range: 6 amps DC, continuous. 12 amps 
DC, intermittent 0 SPECIAL i -RIPPLE) OUTPUT: 6 volts 
and 12 volts; 5 amps DC continuous (0.3% maximum ae 
at this special terminal, at full load) O OPERATES ON: 117 V, 
50/60 cycles AC SO DIMENSIONS: 1112” x 7” x 5” © SHIP- 
PING WEIGHT: 21 Ibs. 


Capacitance Testers 


(C-25W formerly Precision No. 160) 


MODEL C-25K, C-25W__IN-CIRCUIT CAPACITOR TESTER 
C-25K (Kit): $19.95 C-25W (Factory Wired): $32.95 


Build the PACO C-25 In-Circuit Capacitor Tester and you 
build one of the greatest time-saving, trouble-shooting 
instruments on your service bench. If you do television 
and radio service work, or are a hobbyist, the C-25 is de- 
signed for you. It will prove a valuable aid for uly 
isolating troubles caused by open or shorted capacitors 
WITHOUT REMOVING THEM FROM THE CIRCUIT. It also 
discloses dried-out electrolytics as well as shorted or 
open electrolytics by directly indicating actual capaci- 
tance in one quick test without removing the capacitor 
from the circuit...by virtue of the exclusive PACO 
Capacity Dial. The C-25 assures you of a test instrument 
that can prove to be a really significant time saver. .... 


FEATURES AND SPECIFICATIONS: 0 SHARP, NON-CONFUSING 
READINGS: By means of a wide angle EM-84 indicator 0 
ELECTROLYTIC DIAL: Indicates’ actual electrolytic values 
while capacitor is in-circuit; any electrolytic which yields 
a capacity reading on ELECTROLYTIC DIAL is automatically 
fevealed as not open or shorted © TWO SIMPLE TESTS: 
OPEN TEST: Provides positive open-circuit test for con- 
densers as low as 10 mmf © SHORT TEST: Directly shows up 
shorted capacitors of all types, even if circuit shunting re- 
sistance Is as low as 10 ohms © ELECTROLYTIC TEST: Indi- 
cates in-circuit electrolytic TaEAT from 2 mfd to 400 mfd 
in two stages ° SIMPLE SEQUENTIAL TEST: Reveals o1 EN 
HT: 6 Ibs. 


shorted capacitors, Including electro! See o 


SIONS: 712” x 596” x 414” 0 SHIPPIN 


MODEL 960 TRANSISTOR AND CRYSTAL DIODE TESTER 
960 (Factory Wired) $109.95 


and high power) N-D.N and D.N-D typec and naramatare 
diodes. The specialized circuitry and operating 


semiconductor manufacturers. A high speed, geared 
roll chart with all transistor test data provides 


MODEL SA-50K, SA-SOW INTEGRATED STEREO PRE- 
AMPLIFIER SA-50K (Kit): $89.95 
SA-50W (Factory Wired): $149.95 (with Enclosure) 


THE LAST PREAMP-AMPLIFIER YOU EVER HAVE TO BUY. 
The heart of any Stereo System, it will bring the true 
brilliance of your most prized records, favorite tapes and 
AM/FM programs into your home. 

This 50-Watt Integrated Stereo Preamp-Amplifier has 
been designed to give you top performance and maximum 
flexibility in any stereophonic or monophonic high fidelity 
sound system .. . present or future. 14 front panel con- 
trols and switches further add to the SA-50’s ease of 
operation and versatility. 

Building the PACO SA-50 is a creative and enjoyable 
project in which the whole family can participate. 


FEATURES: = CONTROLS: Two-position Equalization Switch, 
Seven-position Mode Selector, Tape Monitor Switch, Con- 
tour Switch —— for Fletcher-Munson character- 
istic), Two Speaker System Selector Switches (permits 
flexible control of remote stereo or monaural speaker 
systems), Seven-position Input Selector, Calibrated Bal- 
ance Control, Loudness (Volume) Control, Dual Bass and 
Treble Controls. = Sculptured, Brushed Aluminum Extruded 
Control Panel = Universal Decor Metal Enclosure (MC-5) 
available as an accessory. 


SPECIFICATIONS: POWER OUTPUT: Music Waveform: |HFM 25 
watts per channel, 50 watts total © FREQUENCY RESPONSE: 
£1.0 Db, 30 foe to 90 Kc., measured at 1 watt steady-state 
power © MINIMUM DISTORTION: Harmonic: Less than 0.5% 
at 20 watts per channel output. intermodulation: Less than 
1% at full rated power 9 LOW HUM AND NOISE LEVEL: ly 


at 50 Cps © TREBLE TONE CONTROL RANGE: +15 Db boost 
or attenuation at 10 Ke, O SENSITIVITY FOR RATED OUTPUT: 
AUX INPUT: 0.75V PHONO 1: (Magnetic) 5 Mv Tuner: 0.75V 
PHONO 2: (Magnetic) 5 Mv or ceramic .3V © POWER SUPPLY: 
Silicon Diodes, Low Impedance for minimum distorition on 
extended high level passages © TAPE OUTPUT LEVEL: 2 Volts 
er channel, not affected by Loudness or Tone Control set- 
ings © OPERATES ON: 117V, 50/60 cycles, AC © DIMEN- 
SIONSE-1594" XK 119%" x" 554-2 SHIPPING WEIGHT 25 Ibs; 


ACCESSORIES FOR PACO SA-50 INTEGRATED AMP-PREAMP 
MODEL MC-5 UNIVERSAL DECOR METAL pete 1 a $7.98 


Speaker System 


PRECISION : 
PAC 


(C-20W formerly Precision No. CB26) 


MODEL C-20K, C-20W RESISTANCE-CAPACITY-RATIO 
C-20K(Kit): $23.95 C-20W (Factory Wired): $39.95 


Here is a kit that incorporates a versatile AC bridge 
circuit to measure virtually any unknown resistance or 
Capacitance encountered in modern electronic circuits. 
It is an ideal addition for the test bench, laboratory or 
school. Basically an AC bridge circuit, the PACO C-20 
combines this circuit with a ratio test circuit. This per- 
mits a relative number to be obtained from comparison 
with a standard from which the absolute value of an un- 


- known resistor, capacitor, or inductor can be computed. 


The C-20 affords quick determination of transformer 
turns ratio as well as reliably measuring leakage of mica, 
paper and electrolytic capacitors. 


FEATURES AND SPECIFICATIONS: 0 SEPARATELY CALIBRATED 
HI-CAPACITY AND HI-RESISTANCE SCALES: To assure utmost 
accuracy at all measurement values 0 ALL PANEL CONTROLS 
AND BRIDGE DIAL clearly marked for direct reading and ut- 
most simplicity of operation 9 FOUR CAPACITANCE RANGES 
(10 mmf to 2000 mf): 10 mmf to 5000 mmf; .001 mf to .5 
mf; .1 mf to 50 mf; 20 mf to 2000 mf 9 POWER FACTOR 
RANGE: Direct reeeing from 0 to 60%. Handles capacitors 
from .1 mf to 2000 mf D FOUR RESISTANCE RANGES (.5 ohm 
to 200 megohms): .5 ohm to 500 ohms; 50 ohms to 50,000 
ohms; 50,000 ohms to 5 megohms; 2 megohms to 200 meg- 
ohms © CAPACITOR LEAKAGE TEST: Sensitive leakage test 
circuit checks all types of capacitors, AT RATED VOLTAGES, 
up to 500 V DC 9 CAPACITOR TEST VOLTAGE: Continuously 
variable between 0 and 500 V DC © RATIO TESTS: Permits 
rapid determination of transformer turns ratio and re- 
actance or resistance ratios over the range of 0.05 to 1, and 
20 to 1. Can be used on capacitors, inductors and resistors 
© OPERATES ON: 117 V, 50/60 cycles, AC 9 DIMENSIONS: 
1142” x 7” x 5” O SHIPPING WEIGHT: 9 Ibs. 


for quick and accurate settings. It is housed in a sturdy, 
portable carrying case with hinged removable cover. The 
Model 960 is furnished complete with a transistor test 
cable and detailed technical manual. 


SPECIFICATIONS: DIRECT 1CBO READINGS: In terms of true 
collector current © WIDE-RANGE COLLECTOR POTENTIALS: 
0.5 VDC to 100 VDC in 17 steps 9 DIRECT READING BETA 
RANGES: Circuit provides for five separate injection currents 
for low, medium and high-power transistors © LEAKAGE 
TEST: Accurate basis for Beta checks © CRYSTAL DIODE 
TESTS: 17 selected DC voltages for reverse current tests; 
also provides for ean forward tests 9 PATCH CORD 
SELECTOR SYSTEM © UNIVERSAL SEMICONDUCTOR ADAPTER: 
Accommodates future semiconductor releases © OPERATES 
ON: 117 V, 50/60 oe AC © DIMENSIONS: 18” x 104%” 
x 644” © SHIPPING WEIGHT: 15 Ibs. 


MODEL 10-60 “ELECTRONAMIC” TUBE AND 
TRANSISTOR TESTER 10-60 (Factory Wired): $239.95 


A superbly designed industrial-type instrument engineered 
creat to combine the all-inclusive ‘Electronamic”* 
tube testing facilities with comprehensive transistor and 
crystal diode testing. The 10-60 tests all tube types (TV, 
AM, FM, Foreign and Voltage Regulator). *Reg. U.S. Pat. Off. 


FEATURES: m Tube tests are not limited to mutual con- 
ductance alone and provides complete facilities for Icho 
and Beta tests on power transistors and signal types. = 
Five-window, high-speed, geared roll chart provides the 
ultimate in space for data listing for all tube and tran- 
sistor test settings. = 10-60 is housed in a sturdy carrying 
case with tool and accessory compartment and hinged 
cover. = Furnished complete with transistor adapter cable 
and detailed technical manual. 


SPECIFICATIONS: TUBE TESTING: © ULTRA-SENSITIVE GAS 
TEST CIRCUIT: Directly detects troublesome gas content on 
sensitive 50 microampere 5¥/2” ‘Pace’ meter © POSITIVE, 
ALL-INCLUSIVE TEST OF TUBE PERFORMANCE: Not limited 
to mutual conductance alone; effectively tests tubes over 
complete path of operation, not at [st one arbitrary point 
5 FREE-POINT LEVER ELEMENT SELECTOR SYSTEM: Affords 
utmost protection against obsolescence; locates and isolates 
every tube element regardless of base positions or fre- 
quency of temination © DUAL SHORT CHECK SENSITIVITY: 
Special low-voltage, short-check circuit guards against dam- 
age to tubes under test 9 BUILT-IN PIN STRAIGHTENERS: 
For 7 and 9 pin types... Pernt tube socket life. TRAN- 
SISTOR TESTING: © WIDESPREAD ICBO RANGES COVER ALL 
TYPES OF TRANSISTORS including low, medium and high 
poet N-P-N and P-N-P types ° WIDE RANGE OF COLLECTOR 
'OTENTIALS: 0.5 volts DC to 160 volts DC in 22 steps 0 
DIRECT READING BETA RANGES: Circuit provides for we 
rate injection currents for low and high power types 0 LEAK- 
AGE TEST: Provides basis for accurate Beta tests 9 CRYSTAL 
DIODE TESTING: 22 selected DC voltages for forward and 
reverse current tests O LEVER SELECTOR PLUS UNIVERSAL 
SEMICONDUCTOR ADAPTER: Provides accommodations for 
all present and future semiconductor releases. TV PICTURE 
TUBE TESTING: © PROVIDES PICTURE PRODUCING BEAM 
CURRENT TEST by means of accessory adapters PTA and 
PAA © OPERATES ON: 117 V, 50/60 cycles AC 0 DIMENSIONS: 
20” x 15” x 7” O SHIPPING WEIGHT: 25 Ibs. 


ACCESSORIES FOR MODEL 10-60 
MODEL PRICE 


PAA 110°/114° socket adapters for testing both 
types of base systems of 110°/114° deflection type 
DIU Se UUCS Lis. S chated sea nnisiditieint s vic:ele' 

PTA Picture tube adapter cable to provide beam cur- 
rent test on all picture tubes 0.1... see sne ene 9.95 


Tube, Transistor & Crystal Diode Testers 


(T-62W formerly Precision No. 650) 


MODEL T-62K, T-62W GRID-CIRCUIT ANALYZER 
TUBE-TESTER T-62K (Kit): $49.95 1-62 (Factory 
Wired): $69.95 


The PACO Model T-62 is a Grid Circuit Analyzer type Tube 
Tester, with built-in megohmmeter. It is designed to test 
all popular receiving tubes in a fraction of the time usu- 
ally required by conventional tube testers. Because it is 
furnished complete with the latest tube data, the PACO 
Model T-62 is obsolesence proof. 

It accommodates all popular tubes encountered in present 
day TV, radio and communications receivers; 10 and 7 
pin miniatures (including battery types), 12 pin com- 
Pactrons, 5 and 7 pin nuvistors, novar, industrial and 
European tubes, octals and loctals. The large, easy-to- 
read panel meter is accurately balanced and factory cali- 
brated to within +2%. It incorporates a rugged, double 
jeweled D’Arsonval type movement. 


FEATURES AND SPECIFICATIONS: 2 CATHODE CONDUCTANCE 
TEST CIRCUIT Using preselected plate loads and voitages it 
subjects all tubes to a cathode emission test as approved 
by many tube manufacturers. Each section of multi-section 
tubes are individually tested where required © SHORT CIR- 
CUIT TEST: Tests for shorts and leakage between ALL ele- 
ments of a tube. Shorts are indicated by a neon lamp while 
simply rotating a single switch 9 GAS CONTENT AND GRID 
EMISSION: Directly measured and read as microamperes of 
grid current. Reads gas currents from below 1 microampere 
directly on panel meter. Grid leakage sensitivity of over 100 
megohms. These tests will weed out many seemingly good 
tubes that can cause erratic behavior in TV and radio re- 
ceivers O BUILT-IN VTVM MEGOHMMETER: 0-1000 megohms 
at approximately 70 volts test potential is automatically 
used in the control grid testing circuitry. It can also be 
used as a separate VIVM megohmmeter to test high value 
resistors, capacitor leakage. printed circuit boards, cables 
and transformer coils © FOURTEEN SELECTED FILAMENT 
VOLTAGES © TV PICTURE TUBE TEST: Cathode emission tests 
on all picture tubes available by means of PACO accessory 
adapters AD-65 and AT-2 9 OPERATES ON: 117 V, 50/60 
cvcies. AC G DIMENSIONS: 13” x 9” x 41/2” © SHIPPING 
WEIGHT: 9 Ibs. 


ACCESSORIES FOR MODEL T-62 
MODEL PRICE 


Stereo High-Fidelity Kits & Wired Components 


MODEL T-63K, T-63W CRT TESTER AND REJUVENATOR 
T-63K (Kit): $44.95 1-63W (Factory Wired): $64.95 


Here is the only CRT tester and rejuvecator in kit form. 
The T-63 is unique...unlike other CRT testers, it will 
check for screen brightness under high or low line volt- 
age conditions by the simple manipulation of a front 
anel control. The 1-63 will simulate the effect of a 
ean and will also predict the probable life of a picture 
ube, 
The PACO Model 1-63, CRT Tester and Rejuverator tests 
by means of a TRUE BEAM CURRENT CIRCUIT. It checks 
more than overall cathode emission. It is furnished com- 
plete with PACO’s famous instruction manual and all cur- 
rent tube data. 


FEATURES AND SPECIFICATIONS: [ OBSOLESCENCE PROOF: 
Heater voltage is continuously variable from 1.5 to 12 volts 
(tube testing is independent of line voltage variations). 
Heater voltage actually applied to tube under test is meas- 
ured on front pane! meter. True filament voltage applied to 
tube is therefore independent of filament loading or line 
voltage © TRUE BEAM CURRENT TEST CIRCUIT (USING DC): 
Checks all picture tubes (110°/114°, low G2, new 19”, 23”, 
and color tube...each gun separately) for proportionate 
screen brightness by qualitative measurement of the elec- 
tron beam © CHECKS CRITICAL CENTRAL AREA OF CATHODE 
in addition to controlling action of first grid © HOT CATHODE 
AND INTER-ELECTRODE LEAKAGE OR SHORTS that may show 
up in the elements of a picture tube under test are quickly 
checked at appropriately high sensitivity. Shorts and leak- 
age indicated on neon bulb on front pane! © OPEN OR IN- 
TERMITTENT HEATER IN PICTURE TUBE automatically indi- 
cated on pane! meter 9 DC VOLTAGES USED IN EVALUATING 
BEAM CURRENT OF TUBE UNDER TEST are always under 
maximum values indicated by tube manufacturers, The PACO 
Model T-63 includes facilities for testing tubes that use 
low voltage on Gz © REJUVENATING PROCESS: Safe and 
accurate, Panel meter monitors rejuvenation process and 
indicates when BER EtGN G OPERATES ON: 117 V, 50/60 
cycles. AC [ DIMENSIONS: 1114” x 7” x 434” 0 SHIPPING 
WEIGHT: 51/ Ibs, 


MODEL ST-55K, ST-55PAK, ST-S5W FM WIDEBAND 
TUNER ST-55K (Kit): $69.95 ST-55PAK (Semi-Kit): 
$79.95 ST-55W (Factory Wired): $99.95 


The Model ST-55 is a superb FM Tuner designed for maxli- 
mum sensitivity, selectivity and stability. Powered by 10 
tubes (with rectifier), the ST-55 is the ideal Tuner Com- 
ponent for your Audio System .. . and, if you decide to 
‘Go Stereo,” there is no need to buy any other Tuner. The 
ST-55 has chassis space reserved for PSCO’s MXP-55 
Multiplex Conversion Kit. A push of a button and your 
favorite station is “LOCKED-IN”, with PACO’s “No Drift” 
AFC Control .. . and a pilot light tells you when the AFC 
is engaged. 


FEATURES: m Flywheel Tuning for smooth, effortless sta- 
tion selection = Tuning Eye serves as a signal strength 
indicator for FM reception = Magnificent Soft-Gold Colored 
Aluminum Control Panel m Universal Decor Metal Enclosure 
re is available as an accessory m CONTROLS: OFF-ON; 

FC Defeat; Tuning Knob; Function Cortrol (Mono, Stereo, 
Stereo Filter) for later use when installing Internal Multi- 
plex Adapter (PACO Model MXP-55). 


SPECIFICATIONS: TUNING RANGE: 88 mc. to 108 mc. © SEN- 
SITIVITY: 2 microvoits for 30 Db paren 3 HARMONIC DIS- 
TORTION: Less than 1%. 20 Cps to 20 Kc. © BANDWIDTH: 
Over 200 Kc. © DUAL LIMITERS © FOSTER-SEELEY DISCRIM- 
INATOR © COMPLETE FM CIRCUITRY ON ONE PRINTED CIR- 
CUIT BOARD © THREE GANG TUNING CAPACITOR © GROUNDED- 
GRID RF STAGE © CATHODE FOLLOWER OUTPUT © FULL WAVE 
POWER SUPPLY © ELECTROSTATICALLY SHIELDED POWER 
TRANSFORMER © OPERATES ON: 117 V, 50/60 cycles, AC 0 
ST aA gay 1536” x 1134” x 5%” O SHIPPING WEIGHT: 
S. 


For your convenience, we have made the ST-55 available 
three gee 

MODEL ST-55 Kit with prealigned transformers...... $69.95 
less Enclosure. 

MODEL ST-55PA for the utmost ease in kit building. The ST- 
SS5PA is available with the RF-IF-Discriminator sections fac- 
tory wired and completely prealigned for hairline sensitivity 
$79.95 less Enclosure. 

MODEL ST-55W: Completely factory wired, aligned calibrated 
and assembled, including Enclosure.............. $99.95. 
ACCESSORIES FOR MODEL ST-55 FM WIDEBAND TUNER MODEL 
MGS “UNIVERSAL DECOR METAL ENCLOSURE, PRICE $7.03 


MODEL L-4W SLIM SILHOUETTE SPEAKER SYSTEM 
L-4W (Factory Wired with Hand-Rubbed Walnut 
Enclosure): $79.95 


PACO is proud to present the L-4 Speaker System, a revo- 
fatlonsry’ ue development in louds jeaker design that 
offers a degree of brilliance, clarity and quality un- 
equaled by Lage ae selling for as much as $300.00. Yet 
this remarkable Speaker System costs only $79.95 net. 
Here's the secret. Developed by a famous audio designer, 
the PACO System consists of three 6-inch woofer mid- 
_ toe in close configuration and a tweeter. Nor- 
mally, 6-inch speakers have very high cone resonance, 
no bass response and low power capacity. In the PACO 
System however, a special ball diffuser bonded to the 
voice coil form, disperses sound in the middle frequency 
and widens the normally narrow axis beam of the speaker. 
The result is an extremely smooth response in the middle 
range. 
Each speaker cone also has three struts bonded to it and 
to each diffuser. This produces a rigid diaphragm which 
eliminates edge distortion and provides the much-desired 
“piston effect” up to 7000-8000 cycles. The arrangement 
also produces a cone resonance in the mid-range woofers 
of approximately 40 cycles—comparable to the most ex- 
ensive woofer, 

ecause of their close proximity, the three speakers act 
as a single mass in moving air, but without the sluggish- 
ness often associated with large speakers. And, each 
individual speaker remains light enough to produce an 
accurate mid-range. 
With a response of 45-18,000 cycles, the PACO L-4 is 
per of producing every nuance of even the most 
intricate musical passage. Its revolutionary audio inno- 
vations have made it possible to offer you a Speaker 
System only 64s” slim. Its high styled front grill cloth 
treatment is complimented by a hand-rubbed Oiled Walnut 
Enclosure ... and the PACO L-4 Speaker System will oper- 
ate with all power amplifiers. Its impedance is 8 ohms. 


MODEL L-3 ULTRA-COMPACT BOOKSHELF SPEAKER 
(WALNUT FINISH) L-3K (Semi-Kit): $19.95 


Here is an ultra-compact bookshelf Speaker System that 
measures ~~ 1356" x 74%" x 642". The L-3 has been 
designed as the oe companion for the PACO Model 
ST-26 FM Tuner/Amplifier. The L-3 delivers lifelike re- 
ae from two high-efficiency speakers. 

ie L-3 is ideal for areas where space is at a premium. 
it will fit under the ST-26 in a cope of just 13 inches. 
Featuring a hand-rubbed Walnut Finish, the L-3 is fur- 
nished complete with Assembly Manual. 


MODEL ST-SSMXK, ST-SSPAMXK, ST-SSMXW STEREO 
MULTIPLEX TUNER —ST-5SSMXK (Kit): $109.95 
ST-SSPAMXK (Semi-Kit): $139.95 

ST-SSMXW (Factory i $159.95 


The Model ST-55MX brings you the most advanced FM 
knowledge and experience of PACO Elec- 
tronics. This superb tuner the brilliant world of FM 
by oted into your home... no more than a push of 
a n. 
Dual Limi a Foster-Seeley Discriminator, and a 
Grounded-Grid RF Stage . . . make the ST-55MX extremely 
bog? and free from noise and interference. It provides 
Db of “aa separation with minimum distor- 
tion. The ST-55MX incorporates a full-wave power supply 
an electrostatically shielded power transformer ani 2 
tubes (including rectifier), 


FEATURES: m CONTROLS: Power Switch, Tuning Knob. Auto- 
matic Frequency Control (push-button controlled, indicated 
pilot light), Three-position Selector Switch . . . with 
ono, Stereo and Stereo Noise Filter positions = Multiplex 
Noise Filter: Cancels high frequency noise without distort- 
ing the full he aad range of the audio signal m EM84 
Wide Visibility Tuning Eye Indicator for accurate station 
tuning and signal strength indication m Soft Gold, Solid 
Aluminum C 1 Panel = Universal Decor Metal Enclosure 
(MC-5) is available as an optional accessory. 


SPECIFICATIONS: TUNING RANGE: 88 mc. to 108 mc. O 
SENSITIVITY: 2 microvolts for 30 Db quieting © HARMONIC 
DISTORTION: Less than 1%, 20 ng to 20 Ke. © BAND- 
WIDTH: Over 200 Kc. 0 THREE TUNING CAPACITOR © 
HIGH IMPEDANCE OUTPUT © COMPLETE FM CIRCUITRY ON 
ONE PRINTED CIRCUIT BOARD © OPERATES ON: 117 V, 50/60 
cycles, AC © DIMENSIONS: 15%” x 1134” x 55%” © SHIP- 
PING WEIGHT: 23 Ibs. 

The PACO ST-55MX FM Stereo Tuner is available three ways: 
ST-S5MX: As a Kit with fully prealigned Multiplex Circuitry 
and easy-to-follow Instruction Manual... $109.95 less En- 
closure © ST-SSPAMX: As a Semi-Kit with both the RF-IF 
Discriminator sections and Multiplex Circuitry factory wired 
and completely prealigned for hairline sensitivity. Furnished 
with PACO’s famous easy-to-understand Instruction Manual 
. .. $139.95 less Enclosure © ST-SSMXW: As a completely 
factory wired, prealigned, calibrated and assembled unit... 


$159.85 including Enci F 

We eth FOR se FM STEREO MULTIPLEX 
MODEL MC-5S UNIVE DECOR MATTE FINISH METAL 
ENCLOSURE ...... Hee ee we tee tee nee PRICE $7.95 


engineer’ 


MODEL P-25 TRANSISTOR RADIO BATTERY 
ELIMINATOR AND BATTERY ER 
P-25 (Factory Wired) $19.95 _ 


A must for the up-to-date nic service technician 
who is involved in trans\storradio repair. The P-25 acts 
as a source of power for all of transistor radios (in 
place of batteries) during ir. It provides the indis- 
pensable function of mon voltage and current to 
shorten repair time. \t is housed in a compact, sturdy 
metal enclosure and is furnished with complete oper- 
ating manual. 


SPECIFICATIONS: OUTPUT: le and can be used to 
simulate weak battery condi G RECHARGES POPULAR 
TYPES OF NICKEL-CADMIUM BATTERIES © 0-25 VOLTS DC: 
Continuously variable, pane! controlled and metered © + 1.5 
VDC FIXED VOLTAGE TAP © CENTER TAP VOLTAGE AVAILABLE 
FOR ANY OUTPUT VOLTAGE 9 METER RANGES: 0-100 ma DC 
-0-25 volts DC S POWER CONSUMPTION: 117 V, 50/60 cps, 
eer Bens: 6Ya" x 342” x 3” © SHIPPING 
a S. 


PRECISION 


MODEL ST-25MXK, ST-25MXW FM STEREO MULTIPLEX 
TUNER ST-25MXK (Kit): $69.95 
ST-25MXW (Factory Wired): $99.95 


The Model ST-25 is the ideal FM Tuner for the novice as 
well as the experienced kit builder. Small in size and low 
in price, it performs like units of much higher cost. A 
dream to build and a pleasure to hear, the ST-25 should 
also be considered . . . when you want an extra FM Tuner 
for den or hod room high-fi i 

The PACO ST-25 provides you with crisp, selective recep- 
tion . . . even in fringe areas. Its AFC (Automatic Fre- 
quency Control) locks in on your station with no drift... 
ye set it and forget it. 

‘ou can build the ST-25 in ¥% less time and there are no 
complicated alignment or calibration procedures to follow. 
The Shielded Front End of the ST-25 is prealigned and fully 
Calibrated at our factory, insuring maximum sensitivity, 
selectivity and overall top performance. Just build it, turn 
it on, and sit back to hear your favorite programs come 
in sharp and clear. 


FEATURES: m Dual Limiting Action m Wide Band Ratio De- 
tector m Automatic Gain Control, Automatic Frequency 
Control = Tuning Indicator for accurate station selection 
@ Output Jack on rear apron to accommodate FM Multiplex 
Adapters (PACO Model MX-100) m Switched AC Outlet m 
Smooth, effortless Flywheel Tuning # Hand-rubbed Walnut 
Cabinet (Model WC-1) m Matte Finish Metal Enclosure 
(Model MC1) 


SPECIFICATIONS: FREQUENCY RESPONSE: 30 Cps to 20 Kc., 
within 2 Db © QUIETING SENSITIVITY: 2.5 microvolts for 20 
Db; 5 microvolts for 30 Db © FULL QUIETING: 15 microvolts 
for 45 Db & IHFM SENSITIVITY: 7 microvolts © MINIMUM 
HARMONIC DISTORTION: Less than 1% at 100 microvolts 
input ret Less than 0.8% at 1000 microvolts input sig- 
nal O BANDWIDTH: 240 Kc. (6 Db) © AFC CORRECTION FAC- 
TOR: 100 Kc. per-volt 0 ANTENNA IMPEDANCE: 240-300 ohms 
balanced 9 IMAGE RATIO: 40 Db © IF REJECTION: 60 Db Oo 
OPERATES ON: 117V, 50/60 SiG ce, AC © DIMENSIONS: 13” 
x 84%" x 37” © SHIPPING WEIGHT: 8 Ibs. © NET PRICE: KIT: 
ne less Enclosure © FACTORY WIRED: $99.95 less En- 
closure. 


ACCESSORIES FOR MODEL ST-25 FM WIDEBAND TUNER 
MODEL =(h- mnie) 


“'MG-1 METAL ENCLOSURE ... 
WC-1 WALNUT ENCLOSURE 


Pitee 


MODEL PL-1 ELECTRONIC LAB-KIT 
PL-1: $19.95 

= BUILD 15 ELECTRONIC CIRCUITS = LEARN THEORY AND 
PRACTICE = NO EXPERIENCE NECESSARY » CREATIVE 
HOBBY FOR ALL AGES 


Here is a “learn-by-doing’’ educational kit designed to 
teach both youngsters and adults alike, basic radio prin- 
ciples. The PL-1 contains all of the components necessary 
to build, operate and study a basic radio receiver. What's 
more, you don’t have to be an electronics expert to build 
the PACO PL-1. PACO’s famous instructions and wiring 
diagrams enable you, in 15 complete steps, to build a 
basic radio receiver, a code oscillator and a signal tracer. 
As you build each step of the PL-1, you work from accurate 
circuit diagrams and easy-to-understand ee wiring 
diagrams. Each step is explained in detail, including the 
theory behind it. This enables you to understand how each 
fo and component functions. 

Included in each PACO PL-1 Electronic Lab-Kit instruction 
booklet is the complete International Morse Code and the 
fae medatens and Theory governing amateur radio 

ensing. 

Start now and learn the basic theory behind electronics, 
You bay | find yourself embarked on a part or full-time 
Career in this fascinating field. 


Shown in this folder is the newest and most complete display of our growing line of 
Test Equipment Kits, Pre-Wired Test Equipment and High Fidelity Stereo Kits. Using the 
latest production techniques and incorporating the most up-to-date engineering advances, 
we have painstakingly created a line that is probably the finest in the long history of 
Precision/Paco. It is a big, complete line, with a wide selection that. will meet the 
demands and satisfy the expectations of everyone... for price, for performance... 


for the home hobbyist or the exacting technician. 
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PACO 


THE LEADER 


MODEL ST-26K, ST-26W FM TUNER-AMPLIFIER 
ST-26K (Kit): $54.95 ST-26W (Factory Wired): $69.95 


Build the PACO ST-26 .. . the sensitive FM Tuner with a 
built-in amplifier. Add a compact book shelf speaker (the 
PACO L-3 Speaker System is the perfect companion)... 
and you have a low cost, quality sounding FM music sys- 
= ideal for bedrooms, dens, playrooms, offices and 
lores. 

The ST-26 Loree pe a built-in multiplex jack to accom- 
modate FM Multiplex Adapters (like the PACO Model MX- 
100) and a Phono-Input for the addition of a turntable or 
record changer. 

The ST-26 will build in Ys less time and the critical 
“Front-End” is fully wired and pre-adjusted at our factory. 


FEATURES: m Flywheel Tuning: For smooth, effortless sta- 
tion selection m CONTROLS: Automatic Frequency Control 
Defeat, Off/On Switch, Station Selector, Volume m Eye 
Type Tuning Indicator m Two Enclosures available: Hand- 
Rubbed Walnut (Model WC-1) or Matte Finish Black and 
Gold Metal (Model MC-1) at slight extra cost. 


SPECIFICATIONS: SWITCHED CERAMIC CARTRIDGE PHONO 
INPUT © SWITCHED BASS BOOST © HARMONIC DISTORTION 
(1 Ke.): Less than 1.5% © OUTPUT IMPEDANCE: 4 to 8 ohms 
© FREQUENCY RESPONSE: (At 1 watt output, without bass 
boost) 60 to 15,000 rai +2 Db © TUNING RANGE: 88 Mc. 
to 108 Mc. © BANDWIDTH: 240 Kc, (6 Db) 9 TUNER SEN- 
SITIVITY: 1.5 microvolts for 20 Db of quieting © FULL QUIET- 
ING: 15 microvolts for 45 Db quieting, Dual Limiters 9° [HFM 
SENSITIVITY: 4 microvolts © IMAGE RATIO: 40 Db © IF RE- 
JECTION: 60 Db © ANTENNA IMPEDANCE: 240-300 ohms bal- 
anced © AFC CORRECTION FACTOR: 100 Kc. per-volt 0 TUBE 
COMPLEMENT: ECC85/6AQ8; 6BA6; 6BC5; GAU6; 6BN8; 1629; 
ECL86/6GQ8 © OPERATES ON: 117V, 50/60 pate acd 
DIMENSIONS: 13” x 8¥s” x 37” 0 SHIPPING WEIGHT: 7 Ibs. 
The PACO ST-26 FM Tuner/Amplifier is available two ways: 
MODEL ST-26: Kit form with complete easy-to-follow instruc- 
tions; Front End fully wired an Uses © MODEL ST- 
26W: Factory wired, aligned, calibrated, assembled and 
ready to operate. 


ACCESSORIES FOR MODEL ST-26 FM TUNER/AMPLIFIER 
MODEL P 


RICE 
MC-1 MATTE FINISH GOLD AND BLACK 
METAL ENCLOSURE ..........s0esenees $ 4.95 
_..WC-1 HAND-RUBBED WALNUT FINISH 
ENCLOSURE: Seo. ica ssteevetup arn 14.95 


Tool Kit 


snenenenssneeen. 


MODEL TK-6 TOOL KIT AND CASE 
TK-6 (Complete with case): $9.95 


Kit-builders of all ages will want this TK-6 basic Tool Kit 
—quality tools you need to build any electronic kit, make 
repairs and have handy for all kinds of home wiring johs 
as well. In this TK-6 Tool Kit you get: = One pair of 
Diagonal Cutters = One pair of Long-Nosed Pliers—both 
made of finest steel by England’s leading craftsmen m 
One 40-Watt Soldering Iron—a Paco exclusive; fast-heat- 
ing with two replaceable screw-in tips = Two Screwdrivers 
he i plastic handles = One pair of Wire-Strippers— 
s' 


adjustable for gripping and stripping wires of all. sizes 
= And—deluxe byt Case, with visible, separate tool 
compartments = Shipping Weight—3 Ibs. 


Famed for quality; 
dependability 
and 
outstanding value 
for over 
thirty years 


